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testing ‘Wa «- . me : oat, Ful ff ae. 
an as Ce oe aie ee 12 December, 1969 
MEMORANDUM DOr cerER| | | 
FROM 2 SAFE mecunzeran,| | ee oe RE Gog tee - 
SUBJECT t VISIT 10 BUREAU OF STANDARDS’ TO VIEW A TESTED HILLSIDE CLASS Wo 
- ae 2 oie oe a | ; a < < : a > = 
~- Os the 1ith of December 1969 I accompanied Mr. , Hr. lana Mr. 


A, _.from the Physical Sec. Division to inspect a Class V Hillside cabinet 
which turned out to be the one that was submitted for testing for acceptance, 


|. by Hillside metal products of Newark, N.J. @T he Unit was apparently tested by 


a Hr. Williard (new deceased), Upon close examination of thia cabinet, which 
was a 5 drawer Class V, it was found that the type of drawer suspensions used 
"in this test model were not the same as those drawer Suspensions which came eq- : 

uipped on the Class V Hillside Cabinets which were deliyered to our[ jor STA 
which 5 were tran-shipped here to[] We were also invited to look at a Hillsidg 
Class 6 cabinet while we were there and after close examination of this Class 6 
Cabinet it was quite apparent that the suspensions delivered with our Class V's 
from Hillside were identical to the Suspensions on the Class 6 Hillside second 
Pina: ee ns oe dS eee 

it was the concensus of Mr. ca Mrs Oy Mee Jana myself that : 
we chould ask GSA to run a cycle test on one of our cabinets here at[_|to see = STAT 
whether or not the suspensions we had delivered with our Hillside Class V's will 
hold up. Mr. Bland and Mr. Harold of GSA agreed to run this test and it was at _ 
this point that we terminated our visit and returned to our respective buildings. 


to us was intentiongl or accidental it casts a shadow of doubt in ny mind as to 
whether or not thevaabinet originally delivered to Myr. Williard at the Bureau of 


Standards is of the same specifications as the Class V cabinet delivered to our 
Agency. a 


impossible to procure any written reports on the results of the testing by Mr. 
Williard of the Bureau: on’ the Hillside Clasa V cabinet. It is only SOP that 


RECOMMENDATION ; That we request GSA to run the cycle test and oan 
testing of the Claas V Hillside Cabinet 88 a whole, 
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